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THE  HARTMAN  CENTER 
MEMORIAL  CHAPEL  INTERIOR 
MILROY,  PA. 

HARTMAN  CENTER  is  the  conference  headquarters 
for  the  Conference  of  Congregational  Christian 
Churches  of  Pennsylvania. 
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